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NARA RG104, Entry 1, Box 146 


[Abstract:] Suggests that Ladies be notified not to return until 27. 


The Mint of the United States, 
At Philadelphia, 
July 18, 1887 


Hon. D.M. Fox 
Dear Sir 


I have put all the men to work clearing up the bricks from Boilers & also their rooms & 
will so manage to keep them employed until we start up. As the Ladies are to come in on the 
20th & there is no quota to get up. I would advise Mr. Steel to notify them not to come in until 
the 27th. The chances are they could not work any how as the heat in there is intense & would be 
still greater if the steam was on. The men are at work too on the scaffolding around the smoke 
stack & I shall leave nothing undone to be ready when the machinery is — if it does not get more 
than 20 degree hotter than it is. 


Truly yours, 
E.R. Helmbold 


